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RURAL  ELECTRIFICATION  ADMINISTRATION 


PRQGEES®  BULLETIN 
GENERAL  •»  N®.  8. 


AUGUST  31,  1937 
NEW  ALLOTMENTS 


GEORGIA  8065W  IRWIN 

Irwin  County  Rural 
Elec.  Assn., 

Ocilla,  Georgia 


Allotment  of  $20,000  to  finance  house  wiring 
and  plumbing  installations  for  200  customers, 
A total  of  $150,000  has  been  allotted  for 
distribution  lines  and  the  first  section  is 
now  under  construction. 


INDIANA  6W  Boone 
Boone  County  Rural  Electrifi- 
cation Membership  Corporation, 
Lebanon,  Indiana 


Allotment  of  $3,000  to  finance  house  wiring 
and  plumbing  installations.  A total  of 
$567,926  has  been  allotted  the  project  for 
distribution  lines  and  the  first  section  is 
under  construction. 


MAINE  3002W  renobs cot 
Kingman  Power  Company, 
Kingman,  Maine 


MICHIGAN  8029  Ontonagon 

Cooperative  to  be  formed. 
(William  Davidscn,  RED  #1, 
Ontonagon,  Michigan  - 
Correspondent ) 

MICHIGAN  8053  Charlevoix 
Cooperative  to  be  formed. 

(B.  C.  Mellencamp,  County 
Agricultural  Agent,  Boyne 
City,  Michigan  - Correspondent) 


MINNESOTA  8001W  Kanabec 
P.I.C.K.  Cooperative  Elec. 
Association,  Braham,  Minnesota. 


MISSOURI  8022B  Howard 
Howard  County  Electric 
Cooperative  Association, 
Fayette,  Missouri. 


Allotment  of  $10,000  to  finance  house  wiring 
and  plumbing  installations  for  75  customers, 

A total  of  $60,000  has  been  allotted  for 
distribution  lines  to  be  built  by  this  orga- 
nization. 

Allotment  of  $150,000  to  build  113  miles  of 
line  to  serve  412  customers  in  Ontonagon 
County,  Michigan . Power  may  be  sumolied  by 
the  Wl’s  eons  in-Michigan  power  Company  «r 
the  Copper  District  P o\?er  Company. 

Partial  allotment  of  $250,000  out  of  $504,000 
requested  to  build  455  miles  of  line  to  serve 
1,720  customers  in  Antrim,  Charlevoix,  Emmet 
and  Otsego  Counties.  Wholesale  power  will 
be  supplied  by  the  Michigan  Public  Service 
Company* 

Allotment  of  $5,000  to  finance  house  wiring 
and  plumbing  installations  for  40  customers. 

A total  of  $81,000  has  been  -allotted  for 
distribution  lines  and  the  first  section  is 
now  under  construction. 

Additional  allotment  of  $45,000,  making  a 
total  of  $175,000  now  available  which  will 
build  about  177  miles  of  line  and  serve 
about  584  customers  in  Randolph  and  Howard 
Counties.  Wholesale'  power -will  be  supplied 
by  the  Fayette  Municipal  Plant. 
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NEVADA  8004  Clark 
Cooperative  to  "be  formed. 

(W.  H.  Lyon,  Overton,  Nevada  - 
Correspondent) . 


Allotment  of  $178,000  to  "build  94‘miles  of 
line  to  serve  a"bout  428  customers  in  Clark 
County,  Nevada,  and  Mohave  County,  Arizona, 

A large  part  of  the  line  will  be  three-phase 
in  construction,  which  is  required  by  the 
heavy  load.  The  source  of  power  will  be  the 
Boulder  Dam  at  a wholesale  rate  of  1.5  cents 
the  first  year,  1 cent  the  second  year,  0.8 
cent  the  third  year,  0.7  cent  the  fourth  year, 
0.5  cent  the  fifth  year  and  thereafter. 


OKI 0 5QB  Union 

Union  Hnflal  Electric  Cooperative, 
Inc.,  Marysville,  Ohio. 


Additional  allotment  of  $40,000,  making  a 
total  of  $376,000  now  available  which  will 
build  about  376  miles  of  line  and  serve 
about  1,320  customers  in  Union  County. 
Wholesale  power  will  be  supplied  by  the 
Ohio  Electric  Power  Company. 


OKLAHOMA  8010W  Cleveland 
Oklahoma  In ter- County  Elec. 
Coon. , Norman,  Oklahoma 


Allotment  of  $15,000  to  finance  house  wiring 
a, nd  nlumbing  installations  for  about  150 
customers.  $270,000  has  been  allotted  this 
project  for  distribution  lines,  and  the 
first  section  is  now  under  construction. 


OKLAHOMA  8014W  Love 

Red  River  Valley  Rural  Elec.  Co., 

Thackerville,  Oklahoma 


PENNSYLVANIA  8013W  Tioga 
Tri-County  Rural  Elec.  Coop, 
Assn.,  Mans field  B or ough , 
Pennsylvania. 


Allotment  of  $30,000  to  finance  a wiring 
and  plumbing  loan  for  about  300  customers. 
A total  of  $161,000  has  been  allotted  for 
distribution  lines  to  be  built  by  this 
organization. 


Allotment  of  $25,000  to  finance  house  wiring 
and  plumbing  installations  for  about  200 
customers.  $340,000  has  been  allotted  this 
project  for  distribution  lines,  and  the 
first  section  is  now  under  construction. 


PENNSYLVANIA  8006W  Indiana  Allotment  of  $25,000  for  a wiring  and  plumb- 

S.W.  Central  Rural  Elec.  ing  loan  for  about  250  customers.  A total 

Coop.  Assn.,  Indiana,  Pennsylvania,  of  $400,000  has  been  allotted  for  distribution 

lines  and  the  first  section  is  now  under 
construction. 

PENNSYLVANIA  8015W  Bradford  Allotment  of  $24,450  to  finance  house  wiring 

Claverack  Cooperative  Assn.,  and  plumbing  installations  for  about  163 

Towanda,  Pennsylvania.  customers.  $210,000  has  been  allotted  the 

project  for  distribution  lines  and  the  first 
section  is  now  under  construction. 
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SOUTH  CAROLINA  15  jiiken 
South  Carolina.  State  Rural 
Electrification  Authority, 
Columbia,  South  Carolina, 


TEXAS  8048  Hidalgo 
Cooperative  to  be  formed. 
(B.  H.  Oxford,  Mission, 
Texas  - Correspondent) 


VIRGINIA  8028V/  Lancaster 
Northern  Neck  Eloc.  Coop., 
Warsaw,  Virginia 


Allotment  of  $265,000  to  build  300  miles 
of  line  to  serve  about  1,142  customers  in 
Aiken,  Clarendon,  Dillon,  Florence,  George- 
town, Lexington,  Newberry,  Oconee  and 
Richland  Counties.  The  source  of  power 
has  not  yet  been  determined.  This  project 
previously  borrowed  $542,32$,  aid  over  500 
miles  of  line  are  being  built  in  21  counties, 
to  serve  about  2,000  customers. 

Partial  allotment  of  $200,000  out  of  total 
requested  of  $840,000  to  build  807  miles 
of  line  to  serve  about  2,356  customers  in 
Hidalgo,  Willacy  and  Cameron  Counties. 

The  source  of  power  is  not  yet  determined. 

Allotment  of  $15,000  to  provide  for  wiring 
and  plumbing  loan  for  .about  150  customers. 

A total  of  $184,000  has  been  allotted  this 
project,  $35,000  for  a generating  plant 
and  $149,000  for  distribution  lines. 

Both  are  now  under  construction. 
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